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Note

U The U.S. House of Representatives passed H.R. 3520 In FY 1984
authorizing this legislation. The Senate never passed a comparaole
bill. As a result, although an appropriation was made in FY 1984,
the program was never authorized.   Authorization                   Appropriation
